HOTEL BURLINGTON i 

A BOSS HOTEL ° 

BURLINGTON, IOWA i 

Orchard Room — Coffee Shop 

Pine Knot Room 3 . 

Air-Conditioned Lobby, Convention Hall 

and Rooms. “ 
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HOTEL BURLINGTON 


150 ROOMS 26 APARTMENTS 

BURLINGTON, IOWA 















